Look at this swarf front our cuttino oiij
That explains the poor finish we used to get
MAGNETIC  FILTRATION SOLVES THE PROBLEM OF FERROUS SWARF
l"]Jhilips Magnetic Filter ex-JL tracts ferrous contamination from lubricating oils and coolants. It will trap particles even as small as one micron, which would pass through the usual filtering systems.
A really clean lubricating oil and coolant means less machine wear, and an unblemished mirror finish on precision work-points which are of vital importance today. Send now for full particulars of the complete range of Philips Magnetic Filters.
HALF-SECTION OF FILTER. A Oil or coolant flows between sect/ons
of cages. B Ferrous swarf is trapped in air-gaps
between sections of cages. C Powerful permanent magnets.
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PHIUPS LAMPS LTD., CENTURY HOUSE, SHAFTESBURY AVENUE, LONDON, W.C.2 (Sf)